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The Telephotograph Line 


By PIERRE MERTZ 
Toll Transmission Development 


HE development of a complete 

system of telephotography de- 

mands, in addition to the con- 
struction of sending and receiving ap- 
paratus for the terminals, the solution 
of the problem of transmitting the sig- 
nals from one station to the other. 
The immediately obvious pos- 
sibility is to use telephone circuits for 
this service. Telephone and telepho- 
tograph signals, however, have cer- 
tain inherent differences, and a careful 
consideration of these differences re- 
veals that a line designed for tele- 
phone transmission, even though bet- 
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ter in certain characteristics than 
would be required for telephotog- 
raphy, may yet not give satisfactory 
transmission. 

One of these differences in the use of 
circuits for the transmission of tele- 
photograph signals is that a time 
factor appears in a form that cannot 
be considered when the circuits are 
employed for telephone transmission. 
A telephone conversation must be 
transmitted syllable by syllable as it 
is spoken; a group of words requiring 
three minutes for their delivery must 
be transmitted in exactly three min- 
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utes. A picture need not meet any 
such requirements; the rate at which 
it is transmitted has no inherent limi- 
tations, and may be as long or short as 
other conditions warrant or demand. 
A very short transmission time will 
require a very wide frequency band 
for satisfactory results, while a long 
time will permit the use of a narrow 
band. The type of circuit that must be 
employed depends in turn on the 
width of the frequency band, so that 
the shorter the transmission time, the 
higher the grade of circuit that must 
be used. Conversely, of course, the 
picture apparatus can be adapted to 
use frequency bands that can be trans- 
mitted by circuits which are already 
in existence in the telephone plant. 


Another way in which the circuit 
required for telephotography differs 
from that required for telephony is 
that with the former, the successive 
portions of the signal are spread out 
side by side and all seen by the eye at 
the same time, whereas the ear hears 
these successive portions one after the 
other. This spreading out in space 
greatly amplifies the sensitivity with 
which an incorrect time sequence in 
the component parts of the signal can 
be distinguished. Considerable care 
must therefore be taken to prevent 
the circuit from distorting the time 
sequence of the parts of the signal. 
This requirement holds whether the 
received picture is permanently re- 
corded or not, as evidenced by the 


Fig. 1—The result of transmitting the photo graph shown at the head of this article over a 
toll line not specially arranged for telephotograph transmission 
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Fig. 2—A properly equipped line results in a picture nearly as good as the original 


fact that it is generally as important 
for television as for telephotography. 

Still a third way in which the type 
of circuit required for telephotog- 
raphy differs from that required for 
telephony, depends upon the fact 
that a permanent record is kept of a 
received picture, but not of a tele- 
phone conversation. Thus during a 
conversation, disturbances may blur 
over or mar certain sounds, but if 
they are not bad enough to destroy 
intelligibility or cause annoyance, 
they are soon forgotten if noticed at 
all. In a telephotograph, on the other 
hand, each disturbance remains on 
the print as a record for all time and 
can never be forgotten. 

These and other differences be- 


tween telephone and telephotograph 
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transmission require in general a dif- 
ferent treatment of the line. An ordi- 
nary toll line is designed for trans- 
mitting telephone messages, and while 
a picture can be transmitted over it 
successfully if the speed of transmis- 
sion is slow enough and all other con- 
ditions are favorable, nevertheless to 
insure at all times continuous trans- 
mission of pictures that are faithful 
reproductions of the originals, re- 
quires a modification of the circuits 
and usually more elaborate facilities. 

A distinguishing feature of the new 
Western Electric telephotograph sys- 
tem is the carrier transmission of the 
signal by single sideband. Although 
this is common practice in carrier 
telephony, it has been difficult to ap- 
ply to telephotography because of the 
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lack of separation between the upper 
and lower sidebands. The lower fre- 
quency of the voice band is about 200 
cycles, and this frequency when mod- 
ulated with a carrier of frequency C 
gives sideband frequencies of C+200 
and C-200. Between these two fre- 
quencies there is a separation of 400 
cycles, which is ample to allow the 
band-pass filters to remove one side- 
band for single-sideband transmission. 
In the telephotograph system, how- 
ever, the original signal band begins 
at zero frequency, and the modula- 
tion products extend continuously in 
both directions from the carrier, leav- 
ing no unused space whatever. Any 
practical filter, however, has a sloping 
characteristic in the cut-off region, 
and since this region covers the ends of 
both sidebands adjacent to the car- 
rier, some of the signal energy in the 
wanted sideband is attenuated. 

This energy can be restored to the 
ultimate signal by arranging the filter 
to pass a suitable amount of signal 
energy from the other sideband in the 
correct phase. In the demodulation 
process these two bands combine to 
give uniform transmission. This proc- 
ess permits the use of single-sideband 
transmission for a commercial tele- 
photograph system for the first time. 
The frequency range of the lower side- 
band runs from 1200 cycles to the car- 
rier at 2400 cycles, and a little of the 
upper sideband, up to 2600 cycles, 
must be transmitted. So far as the 
frequency band required by the tele- 
photograph signal is concerned, there- 
fore, there is little difficulty in using 
a telephone circuit for its transmission. 

In regard to delay distortion, how- 
ever, as has been already intimated, 
some difficulty may be anticipated. 
For satisfactory reception over a tele- 
phone circuit, it is desirable to have 
the middle and upper frequency com- 
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ponents of the signal received not 
more than about 20 milliseconds out 
from their correct time sequence, 
more distortion being permitted for 
the low frequency components. Where 
music is concerned, and a higher ar- 
tistic standard imposed, as in pro- 
gram circuits, this figure is reduced 
to § or 10 milliseconds. When a pic- 
ture is transmitted with the new sys- 
tem over a circuit just satisfying the 
20-millisecond limit, a sharp edge be- 
tween light and shade in the original 
is broadened into a streak, or series of 
streaks, covering something like a 
third of an inch in width. This im- 
pairment obviously cannot be toler- 
ated, and in practice the blurring per- 
mitted is only about one fortieth as 
much. To put the matter in other 
words, the envelope delay* at any two 
frequencies within the band, over the 
greatest length of circuit that is em- 
ployed in joining any two stations, 
must not differ by more than about 
half a millisecond. Because of the 
general severity of this requirement 
and the great lengths of line involved, 
the meeting of it constituted one of 
the major problems in setting up a 
nationwide telephotograph circuit. 
An illustration of the distortion 
caused in a picture transmitted over 
a high grade telephone circuit, in 
which, however, the delay varies too 
much for telephotographic use, is 
shown in Figure 1. The original is re- 
produced at the head of this article, 
and the result when the delay of the 
line is specially equalized for picture 
transmission is illustrated in Figure 2. 
This is still not quite as sharp as in 
the headpiece, because the lines along 
which it is scanned are coarse com- 
pared to the fine half-tone pattern 
used here. If they were reproduced 
with a coarse screen such as used in 
*See page 193 of this issue. 
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The New Telephotograph System 
By W. REYNOLDS 
Telephotograph Engineer 


LL EPHOTOGRAPHY was 
relatively an early develop- 
ment m the field of electrical - 


communication but its practical appvli- 


lyzing or scanning in successive ele. 
ments an area containing the graphic — 
information and converting such jn. — 
formation into some characteristic of — 


Fig. 3—A sample of typography, taken from Bell Laboratories Recorn, transmitted 
. over a specially equalized telephotograph line 


newspaper work the difference be- 
tween the two would be much less. 

The equalization of delay is achieved 
by the use of networks in much the 
same manner as is the attenuation 
distortion on these same circuits. The 
equalizing networks delay certain fre- 
quency components of the signal 
more than others, in such a manner 
that with the networks in tandem 
with the line, the overall circuit has 
the same envelope delay, to within 
the requirement imposed, for all fre- 
quencies within the transmitted fre- 
quency band. The degree of equaliza- 
tion required, as well as the extent of 
the frequency band over which it must 
hold, depends upon the speed at which 
the picture is transmitted. Thus with 
an untreated circuit good results 
might still be obtained, at the expense 
of patience and the inefficient use of 
the circuit, merely by allowing a con- 
siderably longer time for the trans- 
mission of a given picture. 

As has been mentioned, a further 
major difference between graphical 
and audible reception depends upon 
the fact that the former leaves a per- 
manent record. A small sudden dis- 
turbance in the circuit, such for ex- 


ample as a small change in level, is 
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almost entirely unobjectionable in a 
telephone conversation. Such a level 
change in a photograph, however, re- 
sults in a streak which not only gives 
some possibility of misinterpreting 
the picture but produces an unpleas- 
ing effect. A telephone circuit, before 
it can be used to transmit telephoto- 
graph signals, must therefore be very 
carefully gone over to remove, as far 
as possible, all possibilities of sudden 
disturbances such as level changes and 
very short interruptions, and also 
noise—especially of a character to 
show distinct patterns. 

This is of particular importance be- 
cause of the method now used in 
practice to compensate for variation 
in attenuation of cable circuits caused 
by temperature changes. This com- 
pensation* is effected automatically 
by adjustable networks in some of the 
repeaters, which change their gain to 
meet the changed cable loss in steps 
of about one-half db. The sudden 
changes in the net loss of the line oc- 
curring when the switch is moved 
from one step to the next are entirely 
imperceptible to the ear but are quite 
inadmissible in a picture circuit. To 
avoid this effect, the regulating net- 

*RecorpD, Fanuary, 1929, p. 183. 
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Normal picture Random noise 


Level change Telegraph interference 


High-frequency noise Echo 


Fig. 4—Various forms of distortion that may occur on a line not arranged for tele- 
photograph transmission 
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work circuit is arranged to be locked 
up during the transmission of a pic- 
ture. By this arrangement, the sud- 
den changes in the transmission equiv- 
alent of a circuit can occur only be- 
tween pictures, and the effects of the 
gradual changes that take place dur- 
ing a picture transmission period are 
practically imperceptible. 

“Compositing,” or any superim- 
posing of d-c telegraph signals on 
telephone circuits, causes a somewhat 
related effect sometimes called‘‘Morse 
flutter.”” Here the sudden changes in 
transmission loss, while perhaps not 
quite so large as caused by regulators, 
are more frequent, and produce a 
grained effect rather than streaks in 
the picture. It is thus necessary to re- 
move composited d-c telegraph from 
circuits used for telephotography. 

The removal of telegraph leaves the 
d-c channel vacant, and in the new 
nationwide system recently estab- 
lished advantage is taken of this 
vacant channel for the transmission 
of special signals to lock up the regu- 
lating networks during the trans- 
mission of a picture. This signal is 
sent only before or after a picture and 
thus has no effect on it. 

Another characteristic of telephone 
circuits to be considered when adapt- 
ing them to picture transmission is 
what is called “echo,” or the propa- 
gation of a delayed and usually atten- 
uated replica of the main signal. While 
a small amount of echo in a telephoto- 


graph circuit does not generally show 
in a picture, long circuits with open- 
wire sections containing many two. 
wire repeaters furnish a large number 
of possible echo sources and can give a 
serious cumulative effect. The dc 
channel, which has been made avail. 
able by the removal of d-c telegraph 
also provides a means to effect the 
necessary switching to cut the entire 
wire network to a one-way condition 
during the transmission of a picture, 
thereby completely eliminating the 
possibility of echoes. 

An illustration of the impairment 
in a picture caused by the various ef- 
fects just discussed is shown in Fig- 
ure 4. With this class of defects, con- 
trary to the case of delay distortion, 
no substantial improvement can be 
obtained by slowing down the trans- 
mission of the picture. 

The telephone circuit connecting 
the telephotograph stations of the new 
network is arranged so that when not 
used for the transmission of pictures, 
it may be used to pass orders and in- 
formation relative to the picture 
transmission. This means that the 
modifications made in it to satisfy 
the picture transmission must not 
prevent its use for telephony. In par- 
ticular, it must, when not in the pic- 
ture condition, be usable as a two-way 
conference circuit, in which each of a 
number of stations connected to the 
system can talk to all the others and 
hear the reply from any of them. 
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New Carrier Loading Equipment for 


Entrance Cables 


By E. C. HAGEMANN 
Telephone Apparatus Development 


ARRIER transmission in the 

Bell System is at present em- 

ployed chiefly on non-loaded 
open-wire lines. A small amount of 
cable is generally unavoidable, how- 
ever, at terminal and intermediate re- 
peater points, to bring the circuits 
through built-up districts into the 
telephone building. These incidental 
cables, if more than a few hundred 
feet long, are usually loaded to make 
them match the open-wire imped- 
ance, and thus to minimize reflec- 
tions at the junction of the cable and 
open-wire line. This loading also re- 
duces the transmission losses in the 
cable itself. A number of loading sys- 
tems, differing with respect to im- 
pedance and transmission-band width, 
are required to satisfy the range of re- 
quirements imposed by the different 
types of open-wire lines and carrier 
systems superimposed upon these 
lines. 

Gradual development over a period 
of years has led to the use of longer 
carrier systems, and as a result it has 
been necessary to reduce the permis- 
sible cross-talk per unit length of cir- 
cuit. In the open-wire lines themselves 
this reduction in cross-talk has been 
accomplished by a number of changes 
in pole-line construction and in trans- 
position practices. Cross-talk improve- 
ments in the associated loaded cables 
have been secured by means of the 
improved types of carrier loading ap- 
paratus, described in this article, and 
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by design improvements in the cables. 

In respect to cross-talk, non-phan- 
tomed open-wire pairs are much more 
satisfactory for carrier operation than 
side circuits of phantom groups when 
a large number of carrier systems are 
worked over the same pole line. Under 
certain conditions, however, side cir- 
cuits of phantom groups are satis- 
factory, but the associated phantoms 
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Fig. 1—Assembly of three phantom loading 
units for carrier circuits 
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are never used for carrier-telephone 
operation. Consequently, certain. of 
the carrier loading coils at the present 
time are designed primarily for use on 
non-quadded pairs in entrance cables, 
while other types are used on side cir- 
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Fig. 2—Two unshielded air-core side-cir- 

cuit coils and one unshielded iron-dust 

core phantom coil comprised the phantom 
group in former practice 


cuits of quads. Associated with the 
latter types are coils for loading the 
voice-frequency phantom circuits. The 
spacing required for carrier loading 
coils is considerably closer than that 
for voice-frequency loading coils. For 
quadded entrance cable, therefore, 
the loading will consist of side-circuit 
coils spaced at comparatively short 
intervals, and voice-frequency phan- 
tom coils at less frequent intervals. 
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At periodic intervals the side-circuit 
and phantom-circuit loading points 
are made to coincide, where the lead- 
ing apparatus will consist of phantom. 
group loading units. 

The major part of carrier loading 
thus consists of coils for loading non- 
phantomed circuits or the side circuits 
of phantom groups. In the original de- 
sign, a group of such coils was potted 
in a common cast-iron case, and coijl- 
to-coil or inter-system cross-talk was 
held to moderate values by spacing 
adjacent coils mounted on the same 
spindle to distances comparable to 
the thickness of the coils. Under the 
new requirements for overall cross- 
talk, the coil-to-coil cross-talk per- 
mitted in these original assemblies 
was not considered satisfactory. Ac- 
cordingly, in the new design which is 
now available, the individual coils are 
completely shielded from one another 
to minimize inter-system cross-talk. 

At the relatively small number of 
phantom loading points, the older 
types of phantom loading units in use 
comprised three loading coils for each 
phantom circuit: two for loading the 
side circuits and one for the phantom. 
The arrangement is shown in Figure 
2. A group of these units was potted in 
a manner similar to the side-circuit 
coils. Shielding of the individual coils 
in a three-coil phantom unit of this 
type would still leave unbalanced 
coupling between the two pairs of line 
windings of the four-winding phantom 
loading coil, which are connected in 
the two side circuits, and this un- 
balanced coupling was the most pro- 
lific source of inter-system cross-talk 
in the loading apparatus. A study of 
methods of reducing this cross-talk 
indicated that the use of two-coil 
phantom loading (one coil in each 
side-circuit) was preferable to shield- 
ing the two pairs of windings from 
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each other in a single phantom coil. 
As a result, a four-coil phantom load- 
ing-unit was developed, with each 
coil individually shielded. Its ar- 
rangement is indicated in Figure 3. 
To complete the shielding of the side- 
circuits from one another, the wiring 
between coils in the unit and in the 
cable stub pairs in the loading-coil 
cases was also shielded. This design of 
loading apparatus, employing four-coil 

hantom loading units and shielding 
of the individual coils, resulted in re- 
ducing the inter-system cross-talk to 
about two cross-talk units up to the 
highest operating frequencies. 

With this design, each of the side- 
circuit coils is mounted in a separate 
cylindrical copper shield, and, in one 
of the common arrangements, the two 
phantom coils are mounted in a com- 
mon container but separated by a 
transverse shield as shown in Figure 
4. Groups of such units, mounted one 
on top of another, are assembled for 
mounting in the loading coil case 
which is shown in the photograph 
given in figure 1. Similar shielding ar- 
rangements are also provided in the 
new designs of terminal loading units 
except that in these designs, imped- 
ance-modifying networks, employed 
to improve the match between the im- 
pedance of the open-wire and cable 
circuits, are potted with their associ- 
ated side-circuit coils in the same cop- 
per container. 

As a result of the large cross-talk 
improvement mentioned above, the 
inter-system cross-talk due to the en- 
trance-cable loading coils is held to a 
very low value when, as usually is the 
case, like-frequency currents in the 
mutually exposed systems are oper- 
ated at approximately the same level. 
At any given loading point in the 
typical entrance-cable situation, there 
will be relatively large differences in 
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level between the amplified outgoing — 
transmission and the attenuated in- 
coming transmission. In the typical 
situation, however, these differences 
in level are not important factors of 
inter-system cross-talk because the 
oppositely directed channels between 
which they apply operate at different 
frequencies. 

It occasionally happens, however, 
that channels transmitting in the oppo- 
site directions have large differences in 
level, and use similar frequencies. Such 
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Fig. 3—With the new design, two 

phantom coils (with permalloy-dust cores) 

are provided, thus permitting complete 
shielding between the side-circuits 
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a condition may exist, 
for example, at an inter- 
mediate repeater sta- 
tion using high gain 
repeaters, where the 
circuits go into and out 
of the repeater station 
through the same en- 
trance cable. In such 
situations, particularly 
when long loaded en- 
trance cables are in- 
volved, even a very 
small amount of cross- 
talk between the coils 
in the like-frequency 
“In” and “our’’ cir- 
cuits could become in- 
tolerable after amplification by the 
high-gain repeaters. The probability of 
this result occurring has been greatly 
reduced by dividing the loading coils 
used at a particular load point into 
two groups, which are separated from 
each other within their common case 
as far as practicable. The shielded 
pairs in the stub cable connecting to 
these groups are also separated into 
two groups, and also are shielded 
from each other. These segregated 


Fig. s—Phenol-plastic core for side-circuit loading 


coils 
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Fig. 4—In a typical assembly, the two coils loading the 
phantom circuit are mounted in the same container but 


separated by shielding 


groups of coils and their associated 
cabling are connected respectively to 
the “in” and “our” circuits within 
the same entrance cable sheath, and 
in consequence the inter-system cross- 
talk due to this coil-to-coil cross-talk 
has been reduced to very low values. 
This group segregation feature of the 
new potting assemblies has occasion- 
ally made it possible to avoid the use 
of separate cases for the “In” and 
“our” circuit coils which—without 

it—would have been neces- 
sary, and thus has achieved 
economies in potting and in- 
stallation costs. 

In addition to the substan- 
tial improvements in inter- 
system cross-talk described 
above, the new apparatus de- 
signs also provide large reduc- 
tions in inter-channel cross- 
talk. This type of cross-talk in 
the old standard designs was 
due to stray fields of the air- 
core carrier loading coils link- 
ing with the cast-iron cases in 
which the multi-coil assem- 
blies of apparatus were potted. 
Although these leakage fields 
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were very small because of the use of 
toroidal cores, they were large enough 
to cause appreciable inter-channel 
modulation. This modulation cross- 
talk was quite objectionable when a 
large number of coils were used in one 
of the longer lines. The practically 
complete shielding of the coils in the 
new designs reduced the _magnetic 
linkage with the loading coil cases to 
negligible values. As a result the cross- 
talk due to modulation products was 
reduced from 40 to about 0.07 cross- 
talk units (from go to 143 db). 
Besides the large reduction in dif- 
ferent types of carrier-frequency cross- 
talk, other valuable improvements 
were also made in the new carrier 
loading apparatus. Greater symmetry 
of the windings of the air-core coils was 
secured by using molded cores with 
equally spaced integral winding sepa- 
rators, as shown in Figure 5, instead 
of wooden cores with fibre separators 
as used in the old designs. As a result 
of this improved symmetry, together 


with the imposition of more severe re- 
quirements on the inductance and re- 
sistance balance of the windings, 
phantom-to-side cross-talk and longi- 
tudinal unbalance were considerably 
reduced. Potting of the coils in indi- 
vidual containers resulted in a sub- 
stantial improvement in insulation 
resistance. Such sealing also permitted 
the coils to be made up in advance 
of orders and to be stored for con- 
siderable periods without danger of 
deterioration. Shielding of the coils 
also permitted the design of more 
compact loading-coil case assemblies. 
As an example, in the new design, the 
maximum complement of sixteen side- 
circuit coils is potted in a single- 
spindle steel case having about the 
same overall dimensions as that used 
in potting ten coils in the original de- 
sign. This improved carrier apparatus 
has contributed largely to the present 
high-grade standards of performance 
which are characteristic of open-wire 
carrier telephone systems. 


Lower Rates for Long Distance Calls 


for the sixth time in the past ten years a reduction in 
the cost to subscribers of long distance calls has been an- 
nounced by the Bell Telephone System. 

The new rates are effective on night (7 p.m. to 4:30 a.m.) 
calls, person-to-person, for which the present rate is more 
than fifty cents; and the reductions range from about nine 
per cent to more than thirty per cent. 

A further saving to telephone users is the extension of 
night rates throughout Sunday. The lower rates effective 
for night calls, both station-to-station and person-to-person, 
are effective from 7 p.m. Saturday until 4:30 a.m. of the 

following Monday. 
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Secretarial Service 


By H. M. HAGLAND 
Equipment Development 


OT everyone can afford a 

private secretary to answer 

his telephone calls when he is 
out, but equipment has recently been 
made available by the Laboratories 
by means of which such service can 
be provided for a group of subscribers. 
With the new standard arrangement 
service is obtained by use of a small 
switchboard, located perhaps in the 
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Fig. 1—One arrangement of the secretarial 

service provides a key at the subscriber's 

station, which is used to extend his central 

office line to the secretarial board over a 
secretarial line 


lobby of an apartment or other con- 
venient place, where private calls can 
be answered and messages taken. 
This type of service is not limited to 
telephone users located in the same 
building. Even with the telephones in 
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different buildings, as might happen 
with a group of physicians who de- 
sired to have their telephones an- 
swered in their absence, such secretarial 
service can be ended from a single 
switchboard located where most con- 
venient for the group. 

Secretarial service differs from 
PBX service in that outgoing calls 
do not pass through the attendant, 
and incoming calls are answered there 
only when the subscriber wishes it. 
The switchboard furnished for this 
secretarial service is arranged, how- 
ever, to give regular PBX service to 
a number of extensions such as might 
be used by the building superinten- 
dent, building garage, laundry, house 
valet, etc. It also provides communi- 
cation between these service points 
and subscribers to the secretarial 
service. This intercommunication is 
not carried on over the regular tele- 
phone lines but over supplementary 
lines provided for this purpose. 

The general objective of the design 
is to give the subscriber central-office 
service in the normal manner, and 
to bring in the secretarial func- 
tion only at the will of the subscriber. 
Two ways of securing this have been 
made available in the new system. In 
one, the subscriber’s outside line is 
run directly to his station, and a key 
at that point is arranged to switch the 
line to the secretarial board over the 
secretarial line when he desires to have 
the attendant answer his calls. A sim- 
plified schematic indicating the cir- 
cuit arrangement for this method is 
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given in Figure 1. With the key in the 
position indicated, the outside line is 
connected directly, and only, to the 
subscriber’s telephone set, by way of 
terminals a and d in the key. When 
the subscriber wants his telephone 
answered by the attendant, or when 
he wants to talk to the attendant or 
other local stations, he throws his key 
to the secretarial position. In this 
position of the key, the central office 
line runs directly to the secretarial 
board by way of terminals a and 4, 
while the subscriber’s telephone is 
connected to the secretarial board by 
way of terminals d and ¢ and the sup- 
plementary line. With the key in 
either position, however, the sub- 
scriber’s bell will ring on all incoming 
calls through terminal a. The sub- 
scriber’s bell for local calls is always 
connected to the secretarial board 
over terminal ¢ and the supplemen- 
tary line. 

The other method of operation ob- 
tains essentially the same result but 
puts the operation of the “switch 
over” from one type of service to the 
other under the control of the secre- 
tarial attendant. The advantage of 
this arrangement is that the sub- 
scriber can call in from outside and 
ask the attendant to take over the 
answering of his calls should he have 
failed to make such an arrangement 
before leaving. With the arrangement 
shown in Figure 1, if the subscriber 
should forget to throw his key on 
leaving, there would be no way of 
having his telephone answered except 
by returning to his apartment. The 
circuit arrangement for this second 
type of service is shown in Figure 2. 
With this as with the other arrange- 
ment, one of the subscriber’s bells is 
always connected to his outside line 
and one to his local line, but his talk- 
ing connection is switched by the key. 
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The chief difference in the circuit 
for this alternative arrangement is 
that a direct connection from the sub- 
scriber’s outside line runs to the secre- 
tarial board. Dummy plugs are pro- 
vided at the board, and when one of 
them is inserted in the jack corres- 
ponding to any line, the lamp of that 
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INTERCOMMUNICATING 
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SECRETARIAL 
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SECRETARIAL 
BOARD 


Fig. 2—Another arrangement of the secre- 
tarial service allows the attendant to change 


from direct answering to secretarial an- 


swering by inserting or removing a dummy 
plug from the jack of the secretarial line 


line does not light when calls come in. 
When this plug is removed, however, 
the lamp lights on all incoming calls 
and the attendant answers them. 
These plugs are removed or inserted 
only at the request of the subscriber. 
As an alternative arrangement with 
this type of service, relays can be in- 
stalled which automatically open the 
connection to the secretarial board 
when the subscriber is talking on the 
line. These relays act even though the 
secretarial attendant should answer 
the line first. In all cases the circuits 
are arranged so that the attendant 
cannot place calls over the sub- 
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Fig. 3—The 554B is a multiple secretarial board of a capacity 
of 480 lines per position 


scriber’s telephone line. When the 
subscribers are in different buildings 
this latter type of service is always 
employed, usually without the auto- 
matic cut-off or the supplementary 
line for intercommunication service. 

Two sizes of switchboards are avail- 
able for this service: one with 220 and 
the other with 480 lines per position. 
The former is a non-multiple board, 
known as the 554C, and employs the 
framework of the 551B PBX.* The 
larger, known as the 554B, is a multi- 
ple board employing the framework 
of the 605A PBX.} The appearance 
of the 554B board is shown in the ac- 
companying illustration. Each has 
two panels of jacks above the key- 
shelf, and each jack has a line lamp 
associated with it that lights on an 
incoming call. These jacks are grouped 
in rows according to the type of line, 
and the secretarial line to a subscriber 
is always immediately above the sup- 

*RecorD, July, 1928, p. 363. 

Record, November, 1929, p. 105. 
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plementary line to 
the same subscriber. 
Trunks to the central 
office and regular 
PBX Station lines 
appear in the lowest 
row of jacks. 

The attendant is 
provided with two 
types of cord circuits 
—one single-ended and 
the other double-ended. 
The single-ended cords 
are used only for an- 
swering calls on the 
secretarial lines, while 
the double-ended cords 
are used for complet- 
ing calls between sub- 
scribers and _ service 
points, between two 
service points, or be- 
tween a service point and the central 
office. The number of each type of 
cord circuit varies somewhat with the 
type and size of board. 

Secretarial service as provided by 
these new boards has many applica- 
tions other than in apartment build- 
ings. It is expected to find wide use as 
a centralized physicians’ bureau. For 
this service each physician will have 
his own telephone, but secretarial 
lines will run to the bureau where all 
calls may be answered in the phy- 
sicians’ absence. These lines are con- 
nected to the subscribers’ at the central 
office distributing frame, and the lo- 
cation of the bureau is immaterial. 

Many apartment houses accommo- 
date transient tenants, who rent an 
apartment for but a few weeks or a 
month. In such instances these secre- 
tarial boards may be employed to 
provide central office service. The 
tenant is given a regular station line, 
and his incoming and outgoing calls 


are handled as at any PBX. 
February 1936 
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Experimental pole line 
at the Chester field lab- 


oratory. 


II 


Cold-room test of step- 
by-step dial equipment 
for unattended offices. 


With this micro-elec- 
trolytic cell, traces of 
heavy metals as minute 
as one part in 100,000,- 
000 have been detected. 


IV 


An uncut quartz crys- 
taland photomicrographs 


of surfaces cut at differ- 
ent orientations. 
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News of the Month 


EDUCATIONAL ACTIVITIES 


Tue SPRING TERM of out-of-hour 
courses opened on January 27 with the 
following classes continuing from last 
autumn: Review of Calculus, C. M. Heb- 
bert and G. W. Willard; Materials of De- 
sign, C. H. Greenall and W. W. Werring; 
Dynamics of the Vacuum Tube, M. E. 
Campbell and L. W. Hussey; Evectro- 
magnetic Theory and Its Applications, 
S. A. Schelkunoff; Feedback Amplifiers, 
H. S. Black; Organization and Functioning 
of Bell System, M. L. Wilson; Mechanical 
Drafting, J. Maurushat; and Telephone 
Practice, L. R. Schreiner. One new course 
of the classroom type has been added this 
term: Theory of Filter Design on an Inser- 
tion Loss Basis with S. Darlington as 
the instructor for the course. 

There will be two new series of general 
lectures, one on Commercial Activities in 
the Laboratories and the other on Plant 
Operations and Shops. The commercial 
lectures are Case Service and Classifica- 
tions by H. W. Everitt on February 18, 
Commercial Service by K. B. Doherty on 
February 25 and Purchasing by H. W. 
Dippel on March 3. The lectures covering 
plant operations are Building Operation 
and Services and Development, Finish, and 
Building Shops by S. H. Willard and 
members of his staff and will be held on 
March 10 and 17, respectively. 


NEWS NOTES 


C. N. Hickman spoke on 4 Method of 
Recording a Magnetic Pattern of Sound on 
a Steel Tape at the December 16 meeting 
of the Colloquium. At the January 6 
meeting, A. J. Ahearn discussed Ther- 
mionic Emission. 

At THE A.I.E.E. Winter Convention 
held in New York at the end of January, 
papers were presented by R. M. Bozorth 
on Present Status of Ferromagnetic Theory; 
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by G. W. Elmen on Magnetic Alloys of 
Iron, Nickel and Cobalt; by A. G. Ganz 
and A. G. Laird on Improvements in Com- 
munication Transformers; and by J. M. 
Barstow and P. W. Blye with H. E. Kent 
of the Edison Electric Institute on 
Measurement of Telephone Noise and 
Power Wave Shape. 

THE FRONTISPIECE of this issue, page 
177, shows R. J. Zilch installing a micro- 
wave antenna on one of the Laboratories 
planes at Hadley Field. The radiating 
portion is the small wire which projects 
one-quarter wave-length from the end of 
the pipe. Contrast it with the stream- 
lined strut just behind, which is the 
plane’s regular short-wave antenna. 

F. M. Ryan and D. K. Martin at- 
tended a meeting of the Radio Technical 
Committee for Aeronautics of the De- 
partment of Commerce, held at Camden. 


H. D. Witson and W. H. C. Hicerns 
visited Miami to inspect the Western 
Electric radio apparatus that is being 
used by Eastern Airlines. 


F. H. MclInrosu, at Springfield, Illi- 
nois, assisted in planning a police radio 
system to include seven transmitters for 
that state. On this trip he supervised the 
installation of ultra-high-frequency two- 
way municipal systems at Elgin, Illinois, 
and Nashville, Tennessee, and the inter- 
mediate frequency equipment that is op- 
erated by the Police Department of Green 
Bay, Wisconsin. 


F. E. Nrmmcke supervised the instal- 
lation of a 20A Radio Transmitter at 
Station WIL of the Missouri Broadcast- 
ing Company, St. Louis. 

In Decemser, R. M. Pease supervised 
the installation and testing of an ultra- 
high-frequency two-way radio transmit- 
ting equipment for the Police Department 
of Manchester, New Hampshire. 
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neering from New York 
University last October. 

TWENTY-FIVE years of 
service in the Bell Sys- 
tem were completed on 
the third of January by 
Robert P. Ashbaugh. 
After completing the 
course in Electrical Engi- 
neering at Ohio Universi- 
ty in 1910, he entered the 
student training course 
of the Western Electric 
Company at the Haw- 
thorne Plant. A year 
later he joined the En- 
gineering Department, 
working in a Hawthorne 
division of that part of 
the organization devoted 
to apparatus develop- 
ment. After a year spent 
on loading coils, he was 
assigned to the lead-cov- 
ered-cable-group, now a 
part of the Outside Plant 
Development Depart- 
ment of the Laboratories, 
with which work he has 
been associated contin- 
uously ever since. 

Mr. Ashbaugh’s work 
during the greater part 


Soxhlet extraction apparatus being used in the Chemical Lab- of this period has been 
oratories for removing the impregnating compound from con- concerned with devel- 


densers preparatory to determining their dry weight. 


O. W. Towner made a field intensity 
survey of the new site on which Station 
KLZ will install its second Western Elec- 
tric broadcasting transmitter. At San 
Francisco and Los Angeles he completed 
the 5-kilowatt installations of Stations 
KFRC and KHjJ, bringing the total of 
Western Electric equipments up to seven 
for the Don Lee Broadcasting System. 

RADIO EQUIPMENT was discussed by 
R. S. Bair, J. B. Bishop and M. N. Yar- 
borough with engineers of the Signal 
Corps at Fort Monmouth. 

H. E. Euricu received the degree of 
Bachelor of Science in Electrical Engi- 


[ii] 


opment problems and 
he has been actively 
connected with most of the refine- 
ments in quadded cable design as well 
as the developments in fine-wire cables 
such as pulp insulation and unit-type 
cable. In 1922 he went to Japan for 
the International Western Electric 
Company to assist in the placing and 
splicing of the first quadded cables to be 
installed in that country. While there he 
also assisted the engineers of the Sumi- 
tomo Cable Works in the design of the 
first quadded cables to be manufactured 
in Japan. He returned to the United 
States in 1924 and has since been located 
continuously at the Hawthorne Plant of 
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the Western Electric Company where he 
is in charge of the group designing lead- 
covered cable, which is part of the Out- 
side Plant Development Department of 
the Laboratories. 


* * * * * 


On JANUARY 24, R. L. Young com- 
pleted twenty-five years of service in 
the American Telephone and Telegraph 
Company and the Laboratories. After 
graduating in 1907 from the University of 
Pennsylvania with the degree of B.S. in 
Electrical Engineering (E.E., 1928) he 
completed a two-year engineering ap- 
prenticeship course with the Westing- 
house Electric and Manufacturing Com- 
pany, at the same time teaching mathe- 
matics at Carnegie Institute Night School 
of Applied Science. He then went with 
McGraw-Hill Publishing Company in 
charge of a newly opened office in Pitts- 
burgh, later transferring to the New York 
office, where he was assistant manager of 
Metallurgical and Chemical Engineering 
and then on the editorial staff of Elec- 
trical World. 

In 1911 he joined the headquarters en- 
gineering staff of the American Company, 
being placed in charge of the power 
plant engineering group. In this position, 
and since 1919 in the Department of De- 
velopment and Research, he was identi- 
fied with power developments, standards 
and trial installations of machines, en- 


R. P. Ashbaugh 
February 1936 


C. F. Glinane 


gines, batteries, filter condensers and cir- - 
cuits for the new dial switching systems 
and the later unit-type power plants for 
toll and manual offices. Floating voltage 
regulating systems for storage batteries, 
patented by him in 1923, have since been 
in general use. From 1929 he has special- 
ized in power maintenance, Bell System 
Practices and the National Electrical 
Code. Coming to the Laboratories as 
Power Maintenance Engineer in 1934 
these specialties have been continued in 
the power development group of the 
Systems Development Department. 

Mr. Young has been active in the 
American Standards Association since 
1931 as alternate on Standards Council 
representing the “Telephone Group.” He 
also holds membership on several com- 
mittees developing standards for storage 
batteries, electrical indicating instru- 
ments and standards of measurement. 


* * * * 


TWENTY-FIVE YEARS of service in the 
American Telephone and Telegraph Com- 
pany and the Laboratories were com- 
pleted by C. J. Glinane on the twenty- 
first of December. He entered the service 
group of the Engineering Department of 
the American Telephone and Telegraph 
Company in 1gi1o. During the World 
War he was in the United States Navy, 
first as a radio telephone operator on a 
submarine chaser stationed in English 
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waters, later as executive officer of the 
same ship and then as commanding 
officer of another. He took part in the 
patrol work in the English Channel and 
after the War in the mine-sweeping opera- 
tions in the North Sea. 

Mr. Glinane returned in July, 1919, to 
the American Telephone and Telegraph 
Company in the newly organized Depart- 
ment of Development and Research on 
the chief clerk’s staff concerned with the 
statistical, payroll, financial, supply and 
other services of the Department. A year 
later he became assistant chief clerk and 
in 1927, chief clerk. Coming to the Lab- 
oratories in 1934 as merchandise manager 
of the General Service Department, he 
has since been in charge of stores, traffic, 
salvage and central instrument bureau. 


* * * * * 


The manufacture of reproducing sys- 
tems for small theatres was discussed at 
Hawthorne by T. E. Shea, J. F. D. Hoge 
and H. Pfannenstiehl. 


W. A. MacNair with F. M. Harris of 
the Western Electric Company demon- 
strated the new program sound-system at 
the Pittsburgh sales conference of the 
Graybar Electric Company. 


H. C. Rusty and R. A. MILter dis- 
cussed matters pertaining to clocks for 
the time-of-day system with members of 
the Warren Telechron Company at Ash- 
land, Massachusetts. 


F. F. Lucas spoke before the New York 
Microscopical Society on Some Late De- 
velopments in Microscopy. 


H. D. BenveEr spent several days at 
Bath and Newark Valley, New York, ona 
quality survey of ladders. 

R. H. Cottey attended a conference at 
Washington. held for the purpose of re- 
viewing data on the effect of fungus in- 
fection on the strength of wood. At Chi- 
cago and Madison (Wisconsin) he at- 
tended conferences on standard specifica- 
tions for creosoting southern pine poles. 
He also went to Cincinnati on an investi- 
gation of poles. 

J. R. TownseEnp, on December Io, ad- 


dressed the Cleveland Chapter of the 
[iv] 


American Society of Metals on the sub. 
ject Fatigue of Metals. 

O. A. SHANN and B. O. TemPLerton at. 
tended a survey conference at Haw. 
thorne on coin collectors. 


* * * * * 


MEMBERS OF THE Laboratories learned 
with regret of the sudden death of Roy 
M. Bittner in an automobile accident on 


R. M. Bittner 


New Year’s Day. After graduating from 
Pennsylvania State College in 1923 with 
the degree of B.S. in Electrical Engineer- 
ing, Mr. Bittner immediately joined the 
Engineering Department of the Western 
Electric Company as a student engineer. 
For about two years he was engaged in 
testing call-indicator equipment in the 
Local Systems Laboratory. He then 
transferred to the group working on tele- 
phone apparatus requirements where he 
had since been preparing specifications 
covering apparatus requirements for in- 
stallation and maintenance of telephone 
switching equipment. He was also actively 
engaged in writing performance require- 
ment specifications for various types of 
local systems. 
* * * * * 


R. L. Peek, Jr. and E. C. Erickson 
attended a meeting of the Sectional Com- 
mittee on Fits and Tolerances on De- 
cember 3, and a meeting of the Sectional 
Committee on Standardization of Surface 
Quality on December 5, both of which 


February 1936 


| 
x 
: 
> | 
{ 
q 
| 


were held in connection with the annual 
New York convention of the American 
Society of Mechanical Engineers. 

H. I. BEARDSLEY spent a month at 
Hawthorne on problems of the new com- 
bined telephone set and of other station 
apparatus. 

AmonG THOSE who presented papers 
at a meeting of the Acoustical Society of 
America, held at Harvard University, 
were L. W. Giles, 4 Non-Directional Mov- 
ing Coil Microphone; H. Fletcher, Re/a- 
tion Between Loudness and Masking; J. C. 
Steinberg, The Position of Pure Tone 
Stimulation of the Bastlar Membrane; 
W. B. Snow, Change of Pitch with Loud- 
ness at Low Frequencies, and ‘Tl. E. Shea, 
W. A. MacNair and V. Subrizi, Flutter in 
Sound Records. 

J. G. Cuarree spoke on} Frequency 
Modulation at a meeting of the Radio 
Colloquium held at the Holmdel Labora- 
tories in New Jersey. 

Drop wikE machinery was inspected 
at the Point Breeze plant by V. E. Legg 
and R. F. Squires. 

A. R. Kemp and F. S. Mau addressed 
the New York Rubber Group of the 
American Chemical Society on Technical 
Aspects of Submarine Cables. The program 
also included the presentation of a sound 


film entitled Business in Deep Waters,° 


showing the laying of a submarine cable. 

R. C. Miner was in Chicago on the 
manufacture of the 630A microphone. 

C. J. Davisson, T. C. Fry and K. K. 
Darrow attended a meeting of the 
American Physical Society at St. Louis. 

W. S. Gorron and R. E. WarerMaAn 
visited the Laboratories of the Submarine 
Signal Company of Boston. 

R. M. Burns addressed the Philadel- 
phia Section of the Electrochemical So- 
ciety at the University of Pennsylvania 
on The Chemistry of Corrosion. He later 
addressed the Milwaukee Chapter of the 
American Society for Metals on Protection 
of Metals. 

W. C. Jones visited the Western Elec- 
tric Company at Hawthorne to discuss 
the manufacture of various transmission 
instruments. 

E. K. Epernart and L. A. Yost visited 
the new step-by-step installation in West 
Hartford, Connecticut, in connection 
with the standardization of lighting for 
power rooms with low ceilings. 

J. H. Soe was in Fort Wayne to at- 
tend the Quality Survey Conference and 
discuss power machine development. He 
was also in Cleveland inspecting tele- 
photograph equipment. 


F. S. 


on ‘Fanuary 22 completed 
thirty years of service in 
the Bell System 
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QO. D. M. GuTHE 


on ‘Fanuary 30 completed 
thirty years of service in 
the Bell System 


A. D. Harcan 


on ‘Fanuary 3 completed 
thirty years of service in 
the Bell System 


[v] 
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Passers-by on Bethune Street have been en- 
tertained recently by the construction of a 
new transformer vault. Here we see one of 
the transformers being lowered into position 


A. C. Garrecut, who completed a 
quarter century of service in the Bell 
System on the nineteenth of January, 
joined the Western Electric Company as 
a die and tool maker in the Manufactur- 
ing Department. His first work was on 
the combined bell-and-lug type of trans- 
mitter shell and on the punch-type lug 
holder used with the tele- 
phone desk stand. He then 
transferred to tool drafting on 
the general design of punches 
and dies and general manufac- 
turing fixtures. In this connec- 
tion he designed the welding 
fixtures for the welded-type 
receiver and aided in getting 
the welded process onto a pro- 
duction basis. In the middle 
of 1912 he became technical 
foreman in the layout depart- 
ment in charge of manufac- 
turing procedure in the punch 
press, foundry, annealing and 


[vi] 


he transferred to the tool inspection de. 
partment until the time the Manufactur- 
ing Department went to Hawthorne. 

Mr. Garrecht joined the machine 
switching group of the Engineering De- 
partment at the time the call distributing 
system was being developed. He has since 
been engaged in the development of ap- 
paratus for both panel and cross bar dial 
systems, specializing in the design of gear 
train drives and lubrication systems as ex- 
emplifiedin the many friction roll and other 
drives in use throughout the country. 

* * * * * 

ON THE THIRTEENTH of January J. J. 
Catogge completed twenty-five years of 
service in the Western Electric Company 
and the Laboratories. He joined the In- 
stallation Department of the Western 
Electric Company in Ig1I and installed 
manual switchboards in New York and 
New Jersey. In New Jersey he also 
worked on the initial semi-mechanical in- 
stallation at Newark. In 1916 he trans- 
ferred to the Engineering Department on 
the development and testing of printing 
telegraphs. During the World War period 
he was sent to Hawthorne to organize and 
then take part in the testing of this type 
of apparatus and later was assigned to 
City College in New York to instruct 
groups from the U. S. Signal Corps on 
printing telegraph. 

Early in 1923 he was sent to Canada to 
install and test multiplex printing tele- 


pattern departments. In 1913 A. C. Garrecht F. F. Catogge 
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graphs for the Canadian Paci- 
fic Railways. These involved 
multiplex regenerative re- 
peaters on the Eastern circuit 
from Montreal to Halifax and 
the Western circuit from Win- 
nipeg to Vancouver. Late in 
1923 he transferred to the 
group engaged in the develop- 
ment and testing of train-dis- 
patching and of remote-control 
power-switching equipment. 
Six vears later he transferred 
to the Toll Systems Develop- 
ment Department where he is 
now engaged in the develop- 
ment of TWX switchboards 
and associated apparatus. 

W. F. Matone and C. E. 
made measurements of 
contact resistance of test board 
jacks at the toll offices at West Chazy, 
New York, and at Morristown and Long 
Valley, New Jersey. 

TELEPHONE REPEATERS installed for 
the Pennsylvania Railroad at Monmouth 
and Rahway, New Jersey, were inspected 
by G. F. Shulze, S. T. Meyers and H. Kk. 
Farrar with representatives of the Long 
Lines Department of the American Tele- 
phone and Telegraph Company and of 
the Pennsylvania Railroad. 

R. W. Harper was in Montreal to in- 
spect a new “Community Dial Office” 
that has been manufactured by the 
Northern Electric Company. 

E. C. Mouina spoke on Probability in 
Engineering before the student section of 
the A.I.E.E. at the University of Illinois. 

E. S. Witcox and J. L. Linpner have 
gone to Lamar, Colorado, to make cross- 
talk tests at high frequencies on the sec- 
tion of the Kansas City-Denver line be- 
tween Garden City, Kansas, and Lamar. 

M. A. Froperc and E. B. 
made noise tests in the repeater stations 
at Columbus and Botkins, Ohio, to deter- 
mine if it would be practical to replace 
one of the two battery strings used in the 
present standard 130-volt power dis- 
charge circuit with a conventional in- 
ductance-capacitance type of filter. 
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J. J. Lonrey 


on ‘fanuary 2 completed 
thirty-five years of service 
in the Bell System 


W. M. Sruarr 


on ‘Fanuary 19 completed 
thirty years of service in 
the Bell System 


E. B. MEcu ING visited Williamstown, 
Kentucky, to investigate noise conditions 
in the a-c operated 22-A-1 repeaters in- 
stalled there. 

At Cuatranooaa, L. L. Lockrow dis- 
cussed with O. J. Hine of the Southern 
Bell Company and E. E. George of the 
Tennessee Electric Power Company, the 
installations of neutralizing transformers 
on circuits leading into the power com- 
pany’s stations. 

INTERFERENCE PROCEEDINGS required 
the presence of G. H. Stevenson and G. C. 
Lord at the Patent Office in Washington. 

J. W. Scumrep, R. T. Hotcoms and 
J. F. McEneany apeared before the 
Board of Appeals at the Patent Office. 

H. A. Flamer spent several days at 
the Patent Office in connection with mis- 
cellaneous patent matters. 

THE MANUFACTURE of universal keys 
was discussed by J. F. Baldwin, D. T. 
May and G. A. Ritchie at the Kearny 
plant of the Western Electric Company. 

E. Montcuyk and H. W. Purce with 
engineers of the A. T. and T. Company 
visited the New Jersey Bell Telephone 
Company in Newark to discuss arrange- 
ments for a test to observe contact noises 
in dial offices which it is planned to con- 
duct in that company’s territory. 
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C. E. Lane spoke on Wave Filters— Development Department, James Maxey 
Uses and Characteristics before a joint completed twenty years’ service on the 
meeting of the Cincinnati sections of the tenth; in the Research Department, R. O, 
Institute of Radio Engineers and the Mercner on the fifth; in the Systems De. 
American Institute of Electrical Engi- velopment Department, Miss A. M. 
neers on January ninth. White on the twenty-fourth, W. P. 

DurRING THE MONTH of January, sev-  Andrick on the fifth and H. A. Richardson 
eral members of the Laboratories received on the tenth; and in the Transmission 


four-star service emblems signalizing Development Department, W. B. Mosher 
their completion of twenty years of serv- on the third and H. S. Hamilton on the 
ice in the Bell System. In the Apparatus 


twenty-third. 


Patents IssueD To MEMBERS OF THE LaBorATORIES DurinGc Ocroser, 
NovEMBER AND DECEMBER 


L. G. Abraham 
W. J. Adams, Jr. 
L. H. Allen 

M. L. Almquist 
R. S. Bailey 

H. L. Barney (2) 
H. M. Bascom 
F. H. Best 

W. L. Betts 

k. C. Black 

L. G. Bostwick 
B. M. Bouman 
O. E. Buckley 
E. T. Burton 

E. D. Butz (2) 

H. Clark 

. E. Clark 

. Clutts (2) 


= 


. E. Darrow 

Dietze 

. L. Dimond (2) 
. Doba, Jr. 

. D. Dowd 

. K. Dunn 


TP ney 


P. G. Edwards (2) 
W. H. Edwards 
W. A. Evans 
L. A. Elmer 

A. Friend 

. J. Fisher 

. K. Gannett 
G. Ganz 

W. Gent 

M. Glunt 

. W. Goff 
Gray 

W. Green 

I. Green (4) 
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Delay Equalizers for Telephotograph 


Transmission 


By F. A. HINSHAW 
Telephone Apparatus Development 


IRCUITS employed to trans- 

mit signals of the new tele- 

photograph system must in 
certain respects meet more stringent 
transmission requirements than must 
those used for speech or music, be- 
cause the eye is more critical to cer- 
tain types of distortion than is the 
ear. Since the telephoto frequency 
band, 1200-2600 cycles, is within the 
telephone band, however, many of the 
requirements can be met by adjust- 
ment of existing circuit elements, but 
this is not true of the requirement 
that the delay, or time of transmis- 
sion, of all frequencies within the band 
be the same. These various require- 
ments are discussed in another article 
on page 178 of this issue of the Recor. 
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The difference in delay at various 
frequencies, commonly termed delay 
distortion, is in general equalized by 
delaying those frequencies which ar- 
rive first until the slower ones have a 
chance to catch up. An equalized cir- 
cuit will therefore have a greater total 
delay than an unequalized circuit. 
After studies of the effects of delay dis- 
tortion on received pictures, it was de- 
cided that deviation of +0.0003 sec- 
ond from the mean envelope delay 
over the frequency band required for 
the picture transmission was about all 
that should be allowed. 

The first of the new telephoto sys- 
tems to be installed extends through- 
out the United States. It connects 
Miami, Washington, New York, Bos- 
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ton, Chicago, Kansas City, San Fran- 


cisco, Los Angeles, and many inter- ~ 


mediate points, and involves some 
7,400 miles of main circuit. Part of 
this system is open-wire and part 
cable, and in a single connection be- 
tween sender and receiver there may 
be as much as 3,500 miles of cable and 
2,500 miles of open wire. Since the en- 
velope delay of such a circuit varies 
from about 0.195 second at 1200 
cycles to about 0.208 second at 2600 
cycles, the requirement set up for the 
new system that the envelope delay of 
the various frequencies be the same 
to within 0.0006 second means re- 
ducing the delay distortion from 
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Fig. 1—Envelope delay characteristic per 
mile of 19 gauge H-44-S cable 


something like 6.5 per cent of the 
total delay to about 0.30 per cent. 
Before requirements for individual 
equalizers could be set up it was 
necessary to determine the delay-fre- 
quency characteristics of the circuits 
to be used. For this purpose two cable- 
circuit loops of the type to be used for 
telephoto service were set up between 
New York and Dallas via Chicago, 
St. Louis, and Kansas City, and a 
series of measurements was made to 
determine their delay characteristics. 
The measuring apparatus employed is 
shown in the photograph at the head 
of this article. It was felt that the de- 
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lay measurements obtained on these 
circuits would fairly represent all 
cable circuits of similar type because 
of the length and geographical extent 
of the loops and the possibility of ob- 
taining, in addition, tests on a number 
of loops made up of shorter sections of 
the same circuit such as New York to 
Cleveland, and New York to Chicago. 

Measurements were also made on 
open-wire circuits between St. Louis 
and Yuma, via Dallas. The measure- 
ments were made from New York 
over the cable circuit to St. Louis. A 
switch at St. Louis made it possible to 
measure the delay of the cable to St. 
Louis plus the open wire to Yuma, or 
of the cable to St. Louis alone. This 
switch was operated from New York 
by means of a tone over the second 
cable loop. By subtracting one from 
the other, the delay of the open-wire 
line alone was obtained. 

These cable and open-wire tests 
were supplemented by Laboratory 
measurements on component parts 
of circuits such as repeaters, compos- 
ite sets, repeating coils, and filters. 
From the results of these two sets of 
measurements the representative de- 
lay per mile of the cable circuit in- 
cluding repeaters and composite sets, 
shown in Figure 1, and the represen- 
tative delay of an open-wire repeater 
and associated apparatus, shown in 
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Fig. 2—Envelope delay characteristic of a 
complete open-wire repeater station 
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Fig. 3—The 1102A equalizer for cable circuits is composed of 26A, B, and C units 


Figure 2, were worked out. By far the 
largest part of the delay distortion of 
the cable circuits is due to the loaded 
cable pairs themselves. In open-wire 
circuits on the other hand practically 
all the delay distortion is due to the 
repeaters and associated apparatus. 
Total delay distortion for any cable 
circuit will vary in proportion to its 
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Fig. 4—Schematic diagram of delay cor- 
recting network for cable circutts 


length, and the delay distortion of any 
open-wire circuit will vary with the 
number of repeaters. 

The delay equalizing networks pro- 
vided have been designed with this 
difference in view. For cables, equali- 
zation is provided which is adjustable 
in ten-mile steps. This is accomplished 
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by using a single section known as 
the 26A equalizer to equalize ten miles 
of cable circuit, and two other sec- 
tions, the 26B and 26C, which to- 
gether equalize the delay in forty 
miles of circuit. Each of these single- 
section units is an all-pass lattice type 
network as shown in Figure 4. It is 
potted in a metal case approximately 
514 by 436 by 134 inches. Figure 3 
shows an assembly comprising three 
each of the 26 type equalizers mounted 
on a 5% by 19-inch panel and desig- 
nated the 1102A equalizer. This pro- 
vides a convenient arrangement for 
the equalizers which must be located 
at the control points of the various 
circuit units to facilitate maintenance. 
In toll cable the telephotograph cir- 
cuit units may range between thirty 
and 150 miles in length and contain 
from one to three repeaters. The 
1102A equalizer is fitted to its par- 
ticular circuit unit by connecting into 
the circuit the number of ten-mile or 
forty-mile equalizers corresponding 
to the total length of the circuit unit 
to the nearest multiple of ten miles. 

The delay characteristics of indi- 
vidual circuits differ somewhat and so 
the correction provided by the 1102A 
equalizer may not level the delay 
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Fig. s—The envelope delay of 135 miles of 
cable is shown by curve A; of an 11024 
equalizer by B; the resulting delay of the 
combination by C; and the final delay ob- 
tained by adding an 1102B equalizer by D 


characteristic to the required flatness. 
Measurements of the delay on the cir- 
cuit in question indicate whether or 
not the equalization can be improved 
by departing from the normal adjust- 
ment of the 1102A equalizer, and also 
determine the proper adjustment of a 
supplementary delay equalizer known 
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as the 1102B equalizer which is em- 
ployed to correct the residual delay 
deviations. Like the 1102A equalizer, 
it is an assembly of smaller units of 
the same size as the 26A equalizer. It 
provides separate adjustment for the 
high and low frequencies. An example 
of the use of the above equalizers is 
indicated by the curves of Figure s. 
Curve A gives the delay of a typical 
circuit 135 miles long. Curve B gives 
the characteristic of the 1102A equa- 
lizer employed, and curve C the sum 
of these two characteristics. This js 
still not quite good enough, and so an 
1102B equalizer is added and ad- 
justed to bring the characteristic up 
to curve D, which makes the envelope 
delay constant to within 5 millionths 
of a second. 

Since the delay distortion of an 
open-wire circuit is due mainly to the 
repeaters and associated apparatus, 
its equalization must be treated on a 
different basis. The number of re- 
peaters rather than the length of cir- 
‘cuit becomes the independent vari- 
able. The necessary range of adjust- 
ment has been provided by ten single- 
section equalizer units, the 26J to 
26U, inclusive, which—taken in prop- 
er pairs—will compensate for 2, 1, %, 
1%, and % of the average delay dis- 
tortion of one open-wire repeater and 
associated apparatus. Correction for 
fractions of repeaters is necessary be- 
cause of the variation of individual 
repeaters from the average charac- 
teristic. A line of six repeaters for 
example would, in all probability, not 
give a delay distortion equivalent to 
that of six average repeaters. It would 
be something more or less than this, 
and the smaller equalizers permit the 
necessary correction to be made with 
little difficulty. 

These 26 type equalizer units are 
mounted in groups and given separate 
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designations, the first three of the 
equalizer pairs being known as the 
1102C equalizer, and the last two, 
the 1102D equalizer. These two equa- 
lizers are capable of equalizing a cir- 
cuit unit containing up to three re- 
peater sections. The circuit units on 
the open-wire circuits consist of those 
portions of the circuit between two 
adjacent branching points and usually 
contain one to three repeaters. 
Analytical summations of equalizer 
and circuit characteristics for the 
various circuits to be installed indi- 
cated that equalization to about +50 
millionths of a second could theo- 
retically be attained even for the 
longest circuits encountered. The equa- 
lizers provided were adjustable, and 
although their initial adjustment could 
be predetermined, their final adjust- 
ment had to be made from delay 
measurements in the field on the 


equalized circuits. Because of seasonal 
temperature variations it may be ne- 
cessary to readjust the equalizers 
from time to time. The testing appa- 
ratus employed in determining the 
delay frequency characteristics of the 
circuits prior to designing the equa- 
lizers, although suitable electrically 
for these field measurements, was not 
sufficiently portable. The testing ap- 
paratus* which employs the same 
measuring principle as the laboratory 
set-up but is sufficiently portable to be 
readily moved from place to place 
was used to determine the final ad- 
justment of these equalizers. Measure- 
ments with this apparatus from 
Kansas City and with a test set em- 
ploying a different measuring prin- 
ciple at New York, indicated that the 
delay distortion of the system was 
within acceptable limits. 

*REcorD, January, 1936, p. 154. 


The Hughes Medal of the Royal Society, London, England, awarded to Dr. C. fF. 

Davisson on December 7, 1935, for research resulting in the discovery of the physical 

existence of electron waves through long-continued investigations on the reflections of 
electrons from the crystal planes of nickel and other metals 
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*““Balance’”’ in Railroad Dispatching Circuits 


By L. C. ROBERTS 
Toll Transmission Development 


OR many years railroad dis- 

patching was all done by tele- 

graph; the simplicity and re- 
liability of the circuits required for 
this type of communication made 
them highly satisfactory for railroad 
use. The greater speed of communi- 
cation by voice, however, has resulted 
in the widespread use of the telephone 
for dispatching in recent years. With 
this change the railroads very natu- 
rally looked to the Bell System for 
help in solving some of the problems 
that arose, and suitable apparatus has 
been made available to them. Al- 
though the problems encountered in 
the design of dispatching circuits are 
unlike those of ordinary telephone 
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circuits, they are solvable by the same 
fundamental principles and_ tech- 
niques. Where amplification is re- 
quired for the longer circuits, vacuum 
tubes are pressed into service as in 
telephone repeaters. 

A vacuum tube amplifier, however, 
is a one-way device, so that when the 
currents of a telephone conversation 
are to be amplified, it is necessary 
either to use a four-wire circuit, where 
one pair of wires carries the speech 
currents flowing in one direction and 
the other pair, the currents flowing in 
the other direction, or to use some 
special circuit arrangement at the re- 
peater station to permit a one-way 
device to amplify speech currents in 
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either direction. In the latter case the 
most commonly employed method in- 
volves the operation at the repeater 
station of a short length of four-wire 
circuit with properly directed ampli- 
fying elements. These elements con- 
nect the two telephone wires through 
hybrid coils as shown in Figure 1, a 
schematic of a two-way, two-element 
telephone repeater. 

The hybrid coil is the group of 
transformers and coils at each side of 


the illustration. When the net- 
800 


network does not exactly balance the 
line, some of the energy will be trans- 
mitted through the west hybrid coil 
to the upper amplifier. Here it will be 
amplified and passed back over the 
line east by way of the east hybrid 
coil to interfere with direct trans- 
mission. If the balance between the 
east network and line is also not per- 
fect, some of the energy will be trans- 
mitted across this hybrid coil and into 
the lower amplifier—thus reinforcing 


works—or more fully, balancing 


networks—have an impedance a. 
exactly simulating that of the 600} ~~ 
line connected to the opposite 
terminals of the same set of aoolt 
coils, the combination is simi- 3 , = Ln 


lar in action to a Wheatstone po 


bridge. Voice energy coming 
from the east cannot pass 


q 
-_ 


through the upper amplifier, REACTANCE | 
but readily passes through the || 
lower one. From there it enters 200 600 1000 400 1800 2200 2600 3000 


the “West” hybrid coil, where 
the amplified energy is divided 
in two—half going into the 
west network, where it is dissi- 
pated in heat, and half going 
out on the line west. Consequently, 
none of this energy is transmitted 
through the west hybrid coil into the 
upper amplifier. 

This is the action when there is a 
perfect balance between the line and 
network. If, on the other hand, the 


AMPLIFIER 
WEST TO EAST 
NETWORK NETWORK 
-- 
LINE WEST WEST EAST | LINE EAST 
006 
AMPLIFIER 


EAST TO WEST| 


Fig. 1—Schematic of two-way, two-element 
telephone repeater 
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Fig. 2—Resistance and reactance of a dispatching 
line. The solid line represents measurements with all 
sets monitoring and the dotted line with one set talking 


the energy originally supplied to it. 
If the loss of energy in passing across 
the hybrid coil in this manner is not 
greater than the amplification pro- 
vided by the amplifier, the system 
thus becomes unstable—producing a 
“singing” condition that makes the 
entire circuit inoperative. The amount 
of amplification permissible at a re- 
peater thus depends on the degree of 
balance between network and line. 
With perfect balance there could theo- 
retically be unlimited amplification. 
With imperfect balance, however, the 
amplification cannot be greater than 
the loss suffered by the energy in 
passing across the hybrid coil to the 
other amplifier. 
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In the Bell System, ordinary re- 
peatered circuits run between two 
points only, such as two repeater sta- 
tions, and are of uniform impedance. 
It is comparatively simple therefore 
to design balancing networks that 
simulate them very closely, so that 
very satisfactory gains may be used in 
the repeaters. On railroad dispatching 
circuits, however, the situation is 
radically different. Since these dis- 
patching circuits follow the railroad 
tracks, they branch wherever the rail- 
road does, resulting in an impedance 
irregularity at each branch point. In 
addition, the line may be of different 
construction in different places. It is 
open wire for the most part, but there 
is generally a section of twisted pair at 
each station, causing a discontinuity 
at the point of junction. 

A more serious obstacle to procur- 
ing a satisfactory balance between 
network and line is the telephone set 
at each station. Under the control of 
the station operator these may either 
be disconnected from the line, con- 
nected to it for listening only, or con- 
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nected for both listening and talking 
and the resulting impedance is dif. 
ferent in each case. Some stations 
leave their sets in a listening position 
all the time, which is desirable from 
the dispatching standpoint since it 
allows the operator to hear what 
passes over the circuit all the time, 
and thus keeps him informed of train 
movements. In busy stations, how- 
ever, where several wires must be 
answered, the telephone set may be 
connected to the dispatching circuit 
only for short intervals. To connect 
the set for talking, the operator de- 
presses a switch with his foot, and 
when this is done the impedance 
bridged across the line may drop from 
several thousand ohms to about five 
hundred. Thus, on these dispatching 
circuits there are not only impedance 
irregularities, which make balancing 
difficult, but the impedance may be 
changed from time to time by con- 
siderable amounts. 

In the design of the new repeater 
for railroad dispatching circuits, al- 
ready described in the Recorp (May, 

1934), this variation in line 


impedance was recognized, and 
as a result the balancing net- 


RESISTANCE 


works were made adjustable. 
This provision makes it pos- 
sible to secure enough gain in 


the repeaters to make them 
suitable for dispatching lines 


=. 


of ordinary length. Where very 
long circuits are involved, 


REACTANCE 
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however, something further 
=| must be done to improve the 
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balance, and impedance cor- 
rectors have recently been 
provided which allow a con- 
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Fig. 3—Resistance and react..ce of the same line 
under the same conditions as are represented in 
Figure 2, except that correctors have been added 
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3000 siderable increase in the length 


of line over which satisfactory 

transmission is obtained. 
These impedance correctors 

may take any of several forms 
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depending upon the type of correction 
they have to make and the point in 
the circuit at which they will ; be 
placed. To reduce the variations in im- 
pedance of the telephone sets, they 
may be series resistances or trans- 
formers of one form or another; for 
branch circuits, only transformers are 
used. The correctors introduce some 
additional loss into the circuit, of 
course, but this is of no disadvantage 
on the far side of a repeater, since it 
can be more than made up by the re- 
peater gain. The additional loss can- 
not be made up, however, when the 
impedance correctors are on the near 
side of the repeaters, and for this 
reason the repeaters may be located 
somewhat nearer the dispatcher’s end 
of the circuit. 

In connection with the develop- 
ment of the dispatching repeater, 
tests were made—through the court- 
esy of the New York, New Haven and 
Hartford Railroad—on a circuit ex- 
tending between Pittsfield and New 
Haven. The dispatcher’s desk at New 
Haven, from which this circuit is con- 
trolled, is shown at the head of this 
article. Measurements of the resist- 
ance and reactance of the circuit with- 
out impedance correctors is shown in 
Figure 2, where the solid curves are for 
all sets monitoring, and the dotted 
curves for a nearby set in the talking 
condition. The wide difference between 
the talking and monitoring condition 
is plainly evident. Similar measure- 
ments after impedance correctors had 
been inserted are shown in Figure 3. 
It will be noticed that the difference 
between talking and monitoring con- 
ditions is much less when impedance 
correctors are employed. 

The wavy appearance of these re- 
sistance and reactance curves, par- 
ticularly noticeable in Figure 3, is 
caused by reflection from a point of 
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impedance irregularity. At such an 
irregularity, part of the current is re- 
flected, and travels back over the line 
to the point of measurement. Since 
time is required for this back and 
forth transmission, the reflected cur- 
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Fig. 4—Simplified schematic of circuit em- 
ployed for measuring return loss 


rent will, in general, be out of phase 
with outgoing current, and will add to 
or subtract from it depending on the 
frequency and the distance to the 
point of reflection. This makes it pos- 
sible, if the speed of transmission is 
known, to compute the distance to the 
point of irregularity by counting the 
number of cycles between adjacent 
peaks or hollows. 

The gain that may be used at the 
repeater, however, depends not on the 
impedance shown by these curves, but 
upon how closely the balancing net- 
works can be made to simulate it. As 
has already been noted the limiting 
factor is the amount of energy trans- 
mitted across the hybrid coil and re- 
turned to the point of origin. Refer- 
ring again to Figure 1, energy from 
the west-to-east repeater will, if the 
network exactly balances the line, 
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divide equally between the network 
and line and none will be transmitted 
across the hybrid coil into the east-to- 
west repeater. The loss,in other words, 
is infinite for current crossing the 
hybrid coil. With an imperfect bal- 
ance, this loss across the hybrid coil 
becomes less than infinity, and if it 
becomes as small as the gain in the 
amplifier, the circuit will “‘sing” and 


Table 1—Results of return loss measure- 
ments made at Canaan, Conn., on dispatch- 
ing circuit between Pittsfield and New Haven 


Minimum 
Circuit Condition Return Loss 
No correctors—All sets monitoring... 15.5 db 
No correctors—One set talking at 
With correctors—All sets monitoring... 16.7 db 
With correctors—One set talking at 


become inoperative. This loss is known 
as ‘“‘return loss” and it is the value of 
return loss that determines the pos- 
sible gain of the repeater. In no case 
can the amplifier gain be more than 
half the sum of the return loss of the 
two sides of the circuit. To allow a 
margin for variations it is usually 
made at least 5 db less than half the 
sum for telephone circuits; for dis- 
patching circuits 3 db less was felt to 
be sufficient. 

To measure return loss on the New 
Haven circuit, an arrangement similar 
to that shown schematically in Figure 
4 was employed. An oscillator circuit 


replaces the west-to-east amplifier of 
Figure 1, and a transmission measur- 
ing set, the east-to-west amplifier. 
Some of the measurements made are 
shown in Table 1. The measured re- 
turn losses at different frequencies 
are weighted according to the gain- 
frequency characteristics of the re- 
peater, and the smallest weighted loss 
at any frequency serves as a criterion 
for the allowable gain of the repeater; 
these losses are shown in Table 1. 
Considering first the circuit without 
impedance correctors, and assumin 
only one set talking, the permissible 
gain of the repeater would be 3 db less 
than half (15.5 + 8.2), or about 9 db. 
Since the loss on such a line is about 
1 db for 15 miles, the use of repeaters 
alone, without correctors, would per- 
mit the line to be increased about 135 
miles in length. Under the same con- 
ditions but with impedance correctors, 
the gain could be 3 db less than half of 
(16.7 + 15.7), or about 13 db, which 
is 4 db more than without correctors. 
By use of impedance correctors with 
the repeaters, therefore, the line could 
be extended by nearly 200 miles. 
The advantages of using repeaters 
and impedance correctors on dispatch- 
ing circuits is thus obvious. Even 
where a great length of line is not re- 
quired, they would still prove econom- 
ical by permitting smaller conductors 
to be used and a less expensive line 
installed without any sacrifice in 
transmission characteristics. 
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Locating Toll-Cable Faults 


By.C. E. CLUTTS 
Transmission Development 


T first glance the task of lo- 
cating within a few feet a small 
and perhaps invisible fault in a 
section of toll cable several hundred 
thousand feet long would seem ex- 
tremely difficult, especially if one ap- 
preciates the variety of conditions en- 
countered which might lead to errors. 
However, with the testing equipment 
and correction methods and the highly 
trained personnel now available, in- 
sulation troubles and open conductors 
can be located in most cases within 
plus or minus one hundred feet. Thus 
cablemen, when directed to a certain 
calculated location, will have only a 
short section of cable to inspect. 
The responsibility for locating these 
faults accurately usually rests with the 
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attendantattheprimary toll test board. 
This board was described in the De- 
cember, 1928, issue of the REcorp. On 
receiving notification that a particular 
circuit is in trouble he determines the 
nature of the fault by means of a volt- 
meter; after that he proceeds to locate 
the position of the fault by making 
Wheatstone bridge measurements and 
introducing the values obtained into 
the proper formulas. A cableman is 
then dispatched to the point of 
trouble as quickly as possible to make 
repairs, to keep the trouble from 
spreading to other pairs and to reduce 
lost circuit time to a minimum. 
Before toll cables came into ex- 
tensive use the outside toll telephone 
plant consisted largely of open-wire 
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lines which for the [ 
most part were lo- wy AERIAL 
cated along highways, 12 
and the need forhighly 
accurate fault locat- os | 
not great since wire © 04 
eral readily visible. In 
easily accessible and OA, 
check tests could be 8_,, ies 
made when necessary. 
As the telephone and “12 
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telegraph facilities de- 
manded from a given 


APPARENT DISTANCE IN PER CENT 


open-wire plant in- 
creased, however, it 
became important to 


Fig. 2—Insulation faults are located by making resistance 
measurements on the cable. The apparent location has to be 
corrected by an amount which depends on the relative tem- 


reduce the time neces- 
sary to locate and clear cases of trouble. 

With further growth, long toll cables 
containing large numbers of circuits 
have in many sections supplanted 
open-wire lines. In such cables all 
joints are permanently sealed so that 


peratures of the aerial and underground sections 


toll cables has also involved the use 
of a much larger percentage of private 
right-of-way to which access may be 
difficult, and it is accordingly import- 
ant to direct cablemen making repairs 
to the location of the trouble as ac- 
curately as possible. 


Thus, with the in- 
troduction of toll cable 
it became necessary to 


locate faults within a 
hundred feet instead 
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: of a mile or two—an 
increase in accuracy in 
the order of one hun- 


Fig. 1—The apparent lengths of the aerial and underground 
sections of a cable, as determined by resistance measurements, 
varies with the temperature of the different sections. If A rep- 
resents the actual lengths, B and C show apparent lengths 
when the underground sections are at higher or lower tem- 
peratures respectively than the aerial sections 


dred to one. To achieve 
this refinement, im- 
provements have been 
made in two directions. 
The development of 


in general there are no places outside 
the telephone offices where metallic 
contact can be made with the wires 
without opening the cable sheath. 
Moreover, every cable sheath opening 
adds considerably to the cost of 
trouble clearing. The introduction of 
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more accurate and sen- 
sitive Wheatstone bridges has resulted 
in improvements in the accuracy of 
fault locating measurements. In ad- 
dition a further gain has been realized 
by analyzing fault locating methods 
and formulas and providing correc- 
tion methods for calculations which 
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may be in error because of irregulari- 
ties in the cable conductors. 

Formulas used in the location of 
faults by means of electrical measure- 
ments are based on the physical fact 
that certain electrical characteristics 
of a conductor are proportional to its 
length, but conditions which satisfy 
this relation are seldom realized in 
practice. In addition to such irregu- 
larities as those caused by loading 
coils, lumped capacitance, etc., the 


Temperature variations have a 
marked influence on the resistance of 
wire and cause changes not only from 
season to season but from hour to 
hour. Thus, when sunshine is followed 
by a sudden downpour of rain a ma- 
terial change in conductor resistance 
may take place within a few minutes. 
This condition becomes complicated 
where some of the sections of a cable 
are aerial and some underground, be- 
cause the aerial sections are subject to 
rapid temperature changes 


whereas the underground por- 


tions change relatively slowly. 
Under these circumstances 


what is known as an under- 


ground temperature correc- 
tion 1s required. To determine 


this correction it is not neces- 
sary to know the true tem- 
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peratures of either the aerial 
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Fig. 3—The inner and outer layers of a transposed 
cable are interchanged at only one point which is 
located near the middle of the section. The correction 
for the apparent distance to a fault then becomes a 
maximum at the transposition point 


wires in the outer layers of a cable are 
longer than those near the center be- 
cause the layers of wire are spiralled. 
In non-transposed cables this irregu- 
larity is balanced out by the large 
number of random splices in a fifty- 
mile cable section, but correction 
must be made in the case of trans- 
posed cable in which a single splice 
near the center of a cable serves to 
connect the wires in the outer layers 
on one side of the splice to wires in the 
inner layers on the other side. This is 
because the apparent distance along 
the cable sheath to a fault will vary, 
considerably, depending on whether 
the fault is located in an inner or 
outer group of conductors. 
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or underground sections or the 
actual difference between 
them, but merely the ratio of 
resistance of an underground 
section to the resistance of the 
entire cable pair containing 
the underground section. This 
_ ratio, or temperature correc- 
tion index as it is called, is determined 
for each fault at the time that the reg- 
ular loop and Varley measurements* 
are made. Taking the general case of a 
cable with one intermediate and two 
terminal underground sections the 
actual lengths of the aerial and under- 
ground sections may be as shown in 
Figure 1A. If, when making Wheat- 
stone bridge measurements the under- 
ground sections are at higher or lower 
temperatures than the aerial sections, 
the several parts of the cable will ap- 
pear to have lengths as shown in 
Figures 1B and 1C respectively. This 


*The Varley measurement gives the resistance of 
a cable pair between the fault and the distant end 
of the cable section. 
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difference between actual and ap- 
parent lengths will cause an error in 
the location of a fault. The error will 
always be the same for a given tem- 
perature difference between the aerial 
and underground sections, however, 
and consequently corrections can be 
calculated for the temperature varia- 


near the middle of the cable section, 
In an average section of fifty miles 
this splice would be about twenty-five 
miles from the cable terminals. Meas- 
urements of average inner and outer 
layer pairs show a normal difference 
of about one ohm per mile. The error 
caused by such a difference is a maxi- 
mum at the transposition splice 


and decreases to zero at both 


ends of the line. Corrections 
can be made either by calcula- 


tion or from a curve which 


forms part of the cable records. 
Lump capacitance such as 


70 
APPARENT DISTANCE IN PER CENT 


Fig. 4—Where sections of the cable are of different 
gauge, or if sections of different capacitance are used 
special correction curves are prepared 


ations which are normally encount- 
ered. Such calculations are usually 
made at the time the cable is in- 
stalled and become part of the perma- 
nent cable records. The corrections 
are recorded as a family of curves, 
like that shown in Figure 2, but with 
finer graduations. The values in per 
cent of total cable length are given for 
different temperature conditions in 
terms of the temperature correction 
factor which is expressed in per cent 
of the resistance of an underground 
section to the total resistance of the 
cable pair. For example, if the ap- 
parent distance of the fault is 20.00 
per cent of the total cable length and 
the temperature correction factor is 
10.25 per cent, the correction to be 
applied to the apparent distance is 
—o.40 and the corrected distance is 
20.00 —0.40=19.60 per cent of the 
total cable length. 

Figure 3 shows a correction curve 
which can be used for transposed 
cable, in which case the inner and 
outer layer pairs are spliced together 
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that due to condensers or 
building-out cables can best 
be treated by simply subtract- 
ing these constants from the 
fault locating measurements as 
necessary, depending on the 
apparent location of the fault with re- 
spect to the added capacitance. Where 
sections of different gauge, or of dif- 
ferent capacitance are involved cor- 
rection can be made more easily by the 
use of correction curves of the type 
shown on Figure 4. These curves are 
constructed for particular sections of 
line and form part of the permanent 
records of the testing section. 

Work sheets as well as correction 
curves are provided with the object of 
securing the greatest possible speed in 
the location of faults consistent with 
accuracy. A standardized form is thus 
attained and the tester is thereby re- 
lieved of the need to consider the 
order of procedure. 

The use of the above correction 
methods has resulted in a substantial 
decrease in the average fault locating 
error which is now about one hundred 
feet in the toll cable plant. This has 
reduced the time required to locate 
faults with consequent gain in efh- 
ciency of operation and decrease in 
maintenance costs. 
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